From: mhaynes@arlok.com 
Sent: Friday, August 24, 2012 9:42 AM 
To: arobinson@neccrx.com 
Subject: RE: Sterility resultls 

Good Morning Annette, 

Thanks for your reply. 

Have a great day! 

Misty 


From: Annette Robinson [mailto:arobinson@neccrx.com] 

Sent: Thursday, August 23, 2012 3:59 PM 

To: Misty Haynes 

Cc: Hunt, Debbie 

Subject: RE: Sterility resultls 

Hi Misty, 


Please do not do any further testing. 

Thank you © 

Annette 


From: Misty Haynes [mailto:mhaynes@arlok.com] 

Sent: Thursday, August 23, 2012 4:02 PM 
To: Annette Robinson 
Subject: Sterility resultls 

Hi Annette, 

I left you a voice mail today (and yesterday) to follow up with you in regard to the OOS on lot# 0806201 2@1 1 5. The 
plate had bacterial growth yesterday, so I gram stained it today. The result is a gram positive cocci. Part of an OOS 
investigation includes a close look at our environmental monitoring (EM). We did not have anything show up on our 
EM. 

We can send the sample out for bacterial identification, if you would like. If so, please call Debbie and let her know. You 
can send me an email if that will be easier. 

Thanks, 

Misty Haynes 
Microbiologist 
ARL 

405-271-1144 
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